Dermoscopy is a painless, in vivo method essentially 
utilized for the assessment of cutaneous sores. 
Dermatoscopy, epiluminescence microscopy, occurrence 
light microscopy, and skin-surface microscopy are 
equivalents. Dermoscopy Mole Evaluation in Dubai is 
performed with a handheld instrument called a 
dermatoscope. 


Dermoscopy Mole Evaluation in Dubai 


e In Dubai, as in many other places, the treatment of nail disorders 
typically involves consulting with a dermatologist or a healthcare 
professional specializing in dermatology. Nail disorders can encompass a 
variety of conditions such as fungal infections, psoriasis, eczema, and 
other issues affecting the nails. 


e Here are some common steps and treatments that may be recommended 
for nail disorders in Dubai: 


921270... The first step is to accurately diagnose the specific nail 
disorder. This may involve a visual examination, and in some cases, your 
dermatologist might take a sample for laboratory testing to identify the 
underlying cause. 


fee ee Depending on the nature of the disorder, topical 
treatments such as antifungal creams or ointments may be prescribed. 
These are often used for conditions like fungal nail infections. 


oy oe In some cases, oral medications may be 
necessary for more severe or systemic conditions. Your 
dermatologist will prescribe the appropriate medication based on 
the diagnosis. 


5) Laser therapy is sometimes used for certain nail 
disorders, particularly fungal infections. It can help eliminate the 
fungus and promote healthy nail growth. 


= Cryotherapy involves freezing the affected area 
with liquid nitrogen. It may be used for certain types of warts or 
other localized conditions. 


e ADDRESS: office 101. Pinnacle Building, Sheikh Zayed Road, 
Al Barsha First, Dubai, UAE. 
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